Mr. A. Holtzman March 21, 1977 

R. B. Seligman 

Andrea M. Sutherland - Tobacco Health Claim 


You requested suggestions concerning a reply 
to nurse Sutherland's letter. I have the following , 
to offer: 

1) We appreciate her writing to us and 
understand her concern. 

2) We have been manufacturing Virginia 
Slims since July, 1968, and no 
such response from a consumer has 
ever been received, to my knowledge. 

(This statement should be confirmed.) • 

3) Virginia Slims cigarettes contain 
nothing but natural products plus 
a few materials which are approved 
for food use. Philip Morris is 
extremely careful about its products 
and their quality. 

4) We assume from her letter that she 
has no samples left. This is 
unfortunate because we have a multi¬ 
million dollar laboratory skilled 

in microanalytical techniques. 

If the products she received were 
adulterated, we can have them 
analyzed and attempt to determine 
whether adulteration took place. 

Perhaps the above will catalyze your thoughts 
in answering the letter. 


RBS/sgr 


Source: https://www.industrydocuments.ucsf.edu/docs/nswjOOOO 
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